Name 
Date of birth 
Cast 


Height 
Education 


Occupation 


Family Details 


Father 
Jharkhand 


Mother 
Siblings 


BIO-DATA 


Roushan Kumar 
18/08/1992 
Mallah 


5'11” 
B.Tech. Computer Science (RGTU Bhopal) 


Working as Software Engineer role at OPENTEXT 
Bangalore (Software Developer) 


Lalan Chaudhary, Executive Engineer in 
govt. electricity board (Retired) 


Prabha Devi, House wife 

1. Santosh Chaudhary, Electrical Engineer at Electro 
Steel Plant Bokaro (married) 

2. Priyanka Kumari, B.Ed. Teacher (married) 

3. Puja Kumari, B.Ed. Teacher (married) 


Address for Communication 


Phone 
Contact 


9955525277 (Home). 
Flat no 1/E 
Sri Krishna Dham apartment, 
Rajendra Nagar, Chas 
Bokaro Steel City, 
Jharkhand 827013. 


